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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: TEAR GAS DISPENSER SYSTEM 
REF: STATE 124753 (NOTAL) 

DEPT FOR A/SY/T, ISTANBUL FOR RSO, BEIRUT AND FRANKFURT 
TO RTC. 

1. TSO WOLF WILL JOIN SEABEE TEAM IN ISTANBUL TO OBSERVE 
AND ASSIST WITH INSTALLATION OF TEAR GAS SYSTEM. 

2. TSO WOLF TO ARRIVE ISTANBUL 5 JUNE VIA AF 610. PLEASE 
MEET AND ACCOMMODATE. 
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